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PART in 


Stores Purchase 


Health Service Department 

TENDER NOTICES 


No. S1/13237/2012. 19th October 2012. 

Sealed tenders in the perscribed proforma are invited 
for the supply of Tread Mill Machine for Department of 
Cardiology to Medical College Hospital, Kozhikode. 

Superscription Tender Number should be specifically 
noted as S1/13237/2012. 

Price of tender (ST Cash only/Money Order) 
— 2,554. 

Date and time of close of sale of tender forms— 
29-11-2012, 3 p. m. 

Date and time for receipt of tender—30-11-2012, 
5 p. m. 

Date and time for opening of tender—1-12-2012, 
12 Noon 

Date up to which rates are to be firms—31-3-2013. 

Address of officer from whom tender forms are 
to be obtained and whom tenders are to be sent— 
The Superintendent, Medical College Hospital, Calicut. 
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cftiO(3ajDlcg<i»ogs1 aDlijjo(3§j6)aa^1{iejc6S) ©(.sojuffllBsS smrfidlaS 
CrufflfflciJ 0)105)1185) (StiD0085)0)1853 05)1853 6)iiJCffi85) 

aseneojcfeaS cSiDeml^jDtSjOggjoDj. 

6)S6Tie^ (3Taa))offl<e6)joT) cfeojolo) nJ2oa5ta) 6)ssne(3 ooou^ 
fi0OTji/i3237/2oi2 r4)0TD ajica85)mo(H)1 <ft>06m1^l8jlG<e6)snea5)osrr). 
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6)SSn§Ol6)0^ culej SO<ftODSc96)o 2,554 

6)S6ne(3 CtiDOOo (U1853 c 9S)JOT) (3T3CUODOO) 85) 100)85)1 CD) Jo 
ODfflcmcUJo-29-11-2012, 3 fflSIDl. 

6)ssns^ (fl3lcB§sn§ (oracuoDoo) anlcacrolOTjo oumcaojjo— 
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(.nJ061UejJ|8515)1ej1o1(Bc96)611S 85)100)85)1-31-3-2013. 
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Medical College Hospital, 
Kozhikode-8. 


(Sd.) 

Superintendent. 



